THE MOSQUE OF AL-JUYUSHI
1085 A.D.

mosque, according
to an inscription over its door, was erected
in 1085 A.D. It stands upon the edge of
Muqattam Hill above Cairo. Compared
to the Mosque Al-Hakim or Al-Azhar,
this Fat amid mosque is very small. It is
rectangular in shape and measures only
50 feet by 48 feet, because huge sums of
money were allotted for military purposes *
in view of the Seljuq menace and also
because the immense resources of the
earlier Fatamid period were not available,
This is the first tomb-mosque or Turba
as it is often termed, which makes it in-
teresting to the student of architecture.
It marks the beginning of tomb-mosques
which later became popular throughout
Egypt. The tomb, probably of the found-
er, is situated near the entrance of the
mosque, and the other tomb to the east
of the liwan dome is that of some saint.
In this mosque we find various outside
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